A slight departure from conventional Historic Structure Reports will be
found in the recommended treatment drawings. Due to the simplicity of
these structures, the treatment drawing will be developed in sufficient
detail, when coupled with the materials list, to carry out the actual
work. This will save significant time and funds that would normally be
used in developing a separate package of Working Drawings and
Specifications, as these are contained in this report.

Another departure from conventional Historic Structure Reports is the
use of Historic American Building Survey drawings in place of existing
condition drawings. Since both types of drawings record essentially
the same information it saves time and funds to utilize the H.A.B.S.
format for the H.S.R. and still have a H.A.B.S. record archived in
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